DISPLACED POKO — S1630.01 
Dave Hill 





I have a badly displaced Standard Alphabet POKO. Such 
displaced strikes were readily generated if the coil was 
misplaced in the machine. It’s on a 2'4d Red George VI — 
Light Colours — with Poko die $1630.01 S/CO. The die 
was used by Sheppards & Company, 340 Gresham House, 
London EC2 between 1932-1954 
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